go                          Modelling
the points of the body.   Having made a pencil mark on the model at the middle of the side of the neck, place one of the strings on  the anterior aspect  of the  chassis at the division facing the centre of the neck; then on the left side place a string on the number opposite the mark which has been made  on  the  side  of the  neck.   With the. height-measure  placed  on  the  chassis,   take the measuring-stick, place   its   point   on  the  mark,   and,   keeping  it  perfectly horizontal, read at what number it meets the height-measure. Then place the plumb-line of the enlargement chassis on the same number as the small  chassis  and  measure  the height as you have done for the model.   Place a lath on the planks of the fore part of the body with a single nail or a piece of clay so that it can be easily moved.   On this lath mark the height.    This found, measure the distance on the model, that is to say, from the string on the anterior aspect, and apply this measurement on the enlargement by proceeding in the same way.   Cross the horizontal line on the lath by a vertical line at the distance given by the measuring-stick.   Then from the string on the left side of the model take the measurement for the depth; which will be transferred to the enlargement.   It will then be seen where the wood of the neck should be placed to be well in its centre, In the same way indicate another point at the extremity of the neck near the head, which will give the  length of